From: OBrien, Wendy 

Location: DCRoomPYS4671/OSRTI-Potomac-Yard-South 

Importance: Normal 

Subject: Accepted: FW: CLP R8 support 

Start Date/Time: Tue 8/11/2015 3:00:00 PM 

End Date/Time: Tue 8/11/2015 4:00:00 PM 
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